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1.8 Geo. 5.] Local Government {Ireland) Provisional 
Orders {No. 1). 


A 

BILL 

TO 

Confirm certain Provisional Orders of the Local Govern- A.D. 19 is. 
nient Hoard for Ireland relating to Cork Lurgan and 
Tralee. 

YT^HISREAS the Local Government Board for Ireland (herein- 
** after referred to as “the Local Government Board”) have 
made the Provisional Orders set out in the schedule hereto under 
the Public Health (Ireland) Acts 1878 to 1917: 

5 And whereas it is requisite that the said Orders should Ire 
confirmed by Parliament: 

Be it therefore enacted by the lung’s most Excellent Majesty 
by and with the advice and consent of the Lords Spiritual and 
Temporal and Commons in this present Parliament assembled 
10 and by the authority of the same as follows: — 

1. Tire Orders set out in the schedule hereto are hereby orders iu 

confirmed and all the provisions thereof shall have full validity schedule 
and force. couiinuod. 

2. This Act may he cited as the Local Government Board short title. 
15 (Ireland) Provisional Orders Confirmation (No. 1) Act 1918. 
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A.D. 1918. 


Cork. 


31 & 32 Viet. 

c. xxiiii: 


Local Government ( Ireland ) Provisional [8 Geo. 5.] 
Orders {No. 1). 


S C H E I) IJ L E. 


COUNTY BOROUGH OE CORK. 

Provisional Order to alter and amend the Cork Improvement 
Act 1868. 

WHEREAS the lord mayor aldermen and burgesses of the county 5 
borough of Cork (in this Order referred to as “ the Corporation ”) are 
the urban sanitaiy authority for the urban sanitary district comprising 
the county borough of Cork and the Cork Improvement Act 1808 (in 
this Order referred to as “ the Act of 1868 ”) is in force in the said 
district : 10 

And whereas the Corporation are the owners of certain lands (in 
the Act of 1868 and in this Order referred to as “ the Park ” and by 
section 75 of the said Act it is provided that subject to any portion 
or portions thereof being granted by the Corporation for purposes by 
the said Act or by the Municipal Corporation Acts authorised the 75 
Park may be held and maintained as a place of public resort and 
recreation and the said section contains a proviso in the following 
terms namely: — 

“Provided always that the Corporation shall not be at 
liberty to lease or grant for building purposes or themselves 20 
to erect buildings upon any portion of the Park at a distance 
greater than a depth of one hundred and fifty feet in a southerly 
direction from the present line of the abandoned portion of 
railway.” 

And whereas by the Cork Improvement Act 1917 (in this Order 25 
lefened to as the Act of 191/) the Corporation arc empowered amongst 
other things to sell or lease certain of the lands included in the Park 
notwithstanding anything to the contrary in any Act of Parliament : 

And whereas the Corporation have applied to the Local Government 
Board for Ireland (in this Order referred to as the Local Government 30 
Board) for a Provisional Order altering and amending section 75 of 
the Act of 1868 by repealing the said proviso to that section and after 
inquiry it appears to the Local Government Board expedient that 
the said section should be altered and amended in the manner herein- 
after provided : gg 

Now therefore We the Local Government Board in pursuance of 
the powers given to Us by section 205 and section 214 of the Public 
Health (Ireland) Act 1878 and of all other powers enabling Us in 
that hehalf do hereby order that from and after the date of the Act 
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[8 Geo. 5.] Local Government ( Ireland ) Provisional 3 

Orders (No. 1).* 

confirming this Order the following provisions shall have effect that A.D. 1918. 
is to say : — — 

Cork. 

1. The Act of 1868 shall be amended and altered as follows 
namely : — 

0 The proviso to section 75 of the Act of 1868 (so far as 

unrepealed) shall be repealed. 

2. Nothing in this Order shall affect an 3 r of the provisions of the 
Act of 1917. 

3. The costs and expenses of the Corporation and the Local 
10 Government Board incurred in respect of the application for preparation 

making and confirmation of this Order shall be paid by the Corpo- 
ration and shall be defrayed out of the rate or fund applicable to the 
purpose of the Public Health (Ireland) Acts 1878 to 1917. 

4. This Order may be cited as the Cork County Eorough Order 
15 1918. 

Given under our seal of office this eighth day of January in the 
year of our Lord one thousand nine hundred and eighteen. 
f 1 * 8 *) (Signed) H. A. Robinson. 


LURGAN URBAN DISTRICT. 

20 Provisional Order to alter and amend the Lurgan Urban Lurgan. 

District Council Act 1915. 

WHEREAS the council of the urban district of Lurgan (in this Order 
referred to as “ the council ”) are the urban sanitary authority for the 
urban sanitary district of Lurgan : 

25 And whereas the Lurgan Urban District Council Act 1915 (in 5 & 6 Geo. 5 . 
this Order referred to as “the Act”) is in force in an area comprising Uv - 
the said district: 

And whereas under the Act the council are authorised to maintain 
gasworks and supply gas and by section twenty-three of the Act it 
30 is enacted that the price to be charged by the council for gas supplied 
by them to persons who shall burn the same by meter shall not at any 
time exceed four shillings and sixpence for every thousand cubic feet 
and so in proportion for every smaller quantity : 

And whereas the council have applied to the Local Government 
35 Board for Ireland (in this Order referred to as “ the Local Government 
Board ”) for a Provisional Order altering and amending section twenty- 
three of the Act : 

And whereas after inquiry it appears to the Local .Government 
Board expedient that the said section should he altered and amended 
40 in manner hereinafter appearing : 
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A.D. 1918. 

Lurgan. 

41 & 42 Yict. 
o. 62. 


Tralee. 


41 & 42 Yict. 
c. 52. 


Local Government ( Ireland ) Provisional [8 Geo. 5.] 
Orders (No. 1). 

Now therefore We the Local Government Board in pursuance of the 
powers given to Us by section 205 and section 214 of the Public 
Health (Ireland) Act 1878 and of all other powers enabling Qs in that 
behalf do hereby order that from and after the date of the Act con- 
firming this Order the following provisions shall have effect namely : — 5 

1. Section twenty-three of the Lurgan Urban District Council Act 
1915 shall be amended by the addition of the following proviso at the 
end .thereof : — 

“Provided that the maximum price that may be charged 
by the Council for gas so supplied during the continuance of the 10 
present war and such further period not exceeding two years 
.from the termination of the war as may be fixed by the Local 
Government Board shall be five shillings and sixpence instead 
of four shillings and sixpence for every thousand cubic feet and 
so in proportion for any smaller quantity.” 15 

2. The foregoing amendment shall be deemed to be incorporated 
in the Act. 

3. The costs and expenses of the council and the Local Government 
Board incurred in respect of the application for preparation making and 
confirmation of this Order shall be paid by the council and shall be 20 
treated as establishment expenses incurred in connection with their gas 
undertaking. 

4. This Order may be cited as the Lurgan Gas Order 1918. 

Given under our seal of office this twenty-fifth day of March 
in the year of our Lord one thousand nine hundred and 25 
eighteen. 

(la) (Signed) H. A. Robinson. 


RURAL DISTRICT OR TRALEE. 

Provisional Order to enable the 'Council of the Rural District 

of Tralee to put in force the Compulsory Clauses 30 

of the Lands Clauses Acts. 

WHEREAS the council of the rural district of Tralee (in this Order 
referred to as “ the district council ”) require to purchase and take the 
lands water and rights described in the schedule hereto for the purpose 
of the supply of water to the town and neighbourhood of Castleisland 35 
in their district: 

Now therefore We the Local Government Board for Ireland in 
pursuance of the powers given to Us by section 203 of the Public 
Health (Ireland) Act 1878 and of all other powers enabling Us in 
that behalf do hereby order that from and after the date of the Act 4,0 
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Orders (No. 1). 

confirming this Order the following provisions shall have effect A.D. 1918. 
namely: — 

Tralee. 

1. The district council shall he empowered to put in force with 
reference to the lands water and rights described in the schedule 

5 hereto and for the purpose aforesaid the powers of the Lands Glauses 

Acts as amended by section 8 of the Public Health (Ireland) Act 1896 59 & 60 Viet, 
with respect to the purchase and taking of lands otherwise than by c ‘ 
agreement or any of them. 

2. For the purposes of this Order the expression “land” in the 
10 Lands Clauses Acts shall, include the lands water and rights described 

in the schedule hereto. 

3. The costs and expenses of the district council and the Local 
Government Board for Ireland incurred in respect of the application 
for preparation making and confirmation of this Order shall be paid 

15 by the district council and the money required for that purpose shall 
be supplied by the county council of Kerry in the manner provided 
by the Local Government (Ireland) Act 1898 as part of the expenses 61 & 62 'Viet, 
of the district council. c ‘ 37 ’ 

4. This Order may be cited as the Castleisland Waterworks 
20 Order 1918. 


SCHEDULE. 


County of Kerry. 
Tralee Rural District. 


Townland of Dooneen. Parish of Castleisland. 


No. on | 
deposited 
Plan. 

Description of Lands. 

Owners or reputed 
Owners, 

Occupiers. 

1 

1 

Lands known as “Dooneen 

The Right Hon. Lord : 

The Right Hon. Lord 


Wood ” with stream and hed 
and soil thereof and the 
right to take and convey 
water therefrom containing 
26a. 2r. 30p. 

! Headley. 

Headley. 


Given under our hands and seal of office this twenty-first day of 
35 March in the year of our Lord one thousand nine hundred 

and eighteen. 

(l.s.) (Signed) H. A. Robinson. 
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